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New York, Columbia University, Rare Book and Manuscript Library, Ege MS 3 

Description: f. 1 - No binding - Otto F. Ege 1888-1951 - Original leaves from famous Bibles : nine centuries 1121-1935 
A.D./ collected and assembled by Otto F. Ege; held by RBML B220 Or16 Folio. 

Notes: -Typical Ege label, "Leaf from a Miniature Manuscript Bible: circa 1240 A.D." 

Number of Parts: 1 - Number of Images Available: 0 

Direct Link: http://ds.lib.berkeley.edu/EgeMS3 20 

Language: Latin Country: France Century: undetermined 


Part 1: f. 1ir-v 
Description: - Parchment - 191 x 123 mm 


Country: France Cardinal point: 

Region: City: 

Assigned Date: XIII Searchable Date Range: 
Dated by scribe: No Inscribed Date: 
Document: No Number of Scribes: 


Number of Texts: 1 


Text 1: 
Title: Bible 
Language(s): Latin 
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